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Message Text 


UNCLASSIFIED 

PAGE 01 CAIRO 02407 191409Z 
46 

ACTION NEA-05 

INFO OCT-01 ISO-OO EB-05 DRC-01 RSC-01 /013W 

119456 

R 191230Z APR 74 
FM AMEMBASSY CAIRO 
TO USDOC/BIC 

INFO SECSTATE WASHDC 6239 
AMEMBASSY BEIRUT 

UNCLAS CAIRO 2407 

E.O. 11652: N/A 
TAGS: BEXP EG 

SUBJECT: GOREIGN GOVERNMENT TENDER 

1. EGYPT 

2. CAIRO 

3. TOO 18 
4.041874 

5. SUPPLY OF: 

A. OIL TESTING SET UNIST. MAX. VOLTAGE 60000 V. D.C. 

OPERATIONAL FROM MAINS 220V 50C/S (15 UNITS REQUIRED)J 

B. 25 INSULATION TESTER UNITS 2500V AND 15 500V UNITS 

C. 50 H.T. INDICATOR STICK WITH LAMP 1 1KV. 

D. 100 L. VOLTAGE AUTOMATIC CHANGE OVER SWITCH 220/380V 
(300,400,50000 AMP.) 

E. 8 COMPLETE OIL DRYING, DEGASIFYING AND FILTRATION 
APPARATUS CONSISTING OF: A PURIFYING UNIT, ELECTRIC 
INDIRECTLY HEATED FLOW HEATER, OIL PUMP UNIT WITH 
MOTOR. VACUUM PUMP UNIT WHICH CAN GIVE VACUUM UP 
TO 1 MM HEG ABS; ALSO PIPNG FOR DIFFERENT CONNECTIONS 
NECESSARY AND CONTROL CABINET SHOULD BE FITTED 

WITH PROTECTIVE SWITCHES. COMPLETE APPARATUS IS MOUNTED ON 
TRAILER. TOTAL CAPACITY 500 L/H. 

6. GENERAL EGYPTIAN ELECTRICITY CORPORATION, CAIRO ZONE, 

53, 26 JULY ST, CAIRO. 

UNCLASSIFIED 

UNCLASSIFIED 
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7. 24 - DUE DATE MAY 8, 1974 - FILE NO 4/2/460/1 

8. 050874 

9. OFFERS SHOULD BE FOB BASIS PACKING INCLUSIVE. PRICE OF 
VARIOUS ITEMS SHOULD BE QUOTED SEPARATELY AND FACILITIES 
IN PAYMENT REQUIRED. COPY OF SPECIFICATIONS AND CONDITIONS 
BEING SENT IN APRIL 20. 

10. PETER B. EDMONDS. 

UNCLASSIFIED 

NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 19 APR 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974CAIRO02407 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740091-1012 
From: CAIRO 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740430/aaaabaql.tel 

Line Count: 71 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION NEA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: garlanwa 
Review Comment: n/a 
Review Content Flags: 

Review Date: 10 SEP 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <10 SEP 2002 by BryanSD>; APPROVED <02 JAN 2003 by garlanwa> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: GOREIGN GOVERNMENT TENDER 
TAGS: BEXP, EG 
To: COM 
Type: TE 
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